Election Summary Report 
SPECIAL STATE PRIMARY 
ARLINGTON, MA 

Summary For Jurisdiction Wide, All Counters, All Races 
Tuesday, April 30, 2013 
Unofficial Results 

Registered Voters 29999 - Cards Cast 9272 30.91% Num. Report Precinct 21 - Num. Reporting 21 100.00% 


SENATOR in CONGRESS 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

DEM 

Total 

21 

21 

8111/13941 

8111 

100.0 % 
58.2 % 

STEPHEN F. LYNCH 

1901 

23.44% 

EDWARD J. MARKEY 

6201 

76.45% 

Write-in Votes 

9 

0.11% 
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SENATOR in CONGRESS 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

REP 

Total 

21 

21 

1161/2081 

1161 

100.0 % 
55.8 % 

GABRIEL E. GOMEZ 

547 

47.11% 

MICHAEL J. SULLIVAN 

469 

40.40% 

DANIEL B. WINSLOW 

135 

11.63% 

Write-in Votes 

10 

0.86% 





